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PART III 

Factories and Boilers Department 


NOTIFICATION 

No. T3/5948/2017/F&B/BOE. 26th September 2017. 

It is hereby notified as required under Rule 21 of 
The Boiler Operation Engineers Rules 2011, that Boiler 
Operation Engineer’s Examination for Boiler Operation 
Engineer’s will be held on 20th and 21st January 2018. Oral 
and Practical Examination are to be held on 22nd, 23rd 
and 24th February 2018. Applications are invited from 
eligible candidates in the prescribed form. 

(1) The application form along with the instructions 
to candidates is available in the official website 
www.fabkerala.gov.in. Applicants are requested to 
fill all mandatory columns one by one and 
attach soft copies of all relevant testimonials. 
After finishing the online entries, take a print out 
of the filled application and sent to “ The Secretary, 
Board of Examiners, Office of the Director of 


Factories and Boilers, Suraksha Bhavan, Near A. J. 
Hall, Kumarapuram, Medical College P. O., 
Thiruvananthapuram-695 011, Kerala”. 

(2) Examination fee shall be ' 1,500. The remittance 
of fee shall be done through e-payment (Fee for the 
Boiler Operation Engineer’s Examination). Detailed 
instructions are available along with online 
application. Fee once remitted will not be refunded 
under any circumstances. 

(3) Exact time, place and mode of examination is 
available in the website. 

(4) The online application & hardcopies of the 
application will be received up to 8-11-2017 and 
18-11-2017 respectively. 

Boiler Operation Engineers’ Examination-2017 

The Directorate of Factories and Boilers, Kerala 
has decided to conduct the Boiler Operation Engineers’ 
Examination during January and February 2018. 
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17th Oct. 2017] 


FACTORIES AND BILERS DEPARTMENT 


According to a press release, the written 
examination (viz. Paper I & II) and the drawing 
examination (Paper III) will be held on 20-1-2018 and 
21-1-2018 respectively and Practical Examination will be 
held on 22nd, 23rd and 24th February 2018. The last date of 
receipt of the online application & hardcopy of the 
application in the office of The Secretary, Board of 
Examiners, Directorate of Factories and Boilers, “Suraksha 
Bhavan”, Kumarapuram, Medical College P. O., 
Thiruvananthapuram-695 011, Kerala State will be on or 
before 8-11-2017 & 18-11-2017, 5 p. m. respectively. 


The online application form and instruction 
to the candidate is available in the official 
website: www.fabkerala.gov.in 

For more details, contact Phone No. 0471-2441597. 


Office of the Director of 
Factories and Boilers, 
Suraksha Bhavan, 
Thiruvananthapuram. 


(Sd.) 

Director of Factories & Boilers 
and Chairman, 

Board of Examiners. 
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